To:  Chilingaryan,  Sona[Chilingaryan. Sona@epa.gov];  Ripperda,  Mark[Ripperda. Mark@epa.gov] 

From:  Duncan,  Will 

Sent:  Wed  8/12/2015  10:51:14  PM 

Subject:  FW:  Gold  King  - Deployment  Info 


FYI 


Will  C.  Duncan  III,  CHMM 
Section  Chief 

Tribal  Lands  Cleanup  Section 
75  Hawthorne  Street 
San  Francisco,  CA  94105 


Email:  Duncan.will@epa.gov 

Office  Phone:  (415)972-3412 


From:  Alert,  Tana 

Sent:  Tuesday,  August  1 1,  2015  4:54  PM 
To:  Pease,  Amanda;  searles,  zizi;  Yee,  Wilson 
Cc:  Duncan,  Will;  Moore,  Kathi 
Subject:  Gold  King  - Deployment  Info 


Hi  all, 


Here’s  Gold  King  deployment  information: 


•□□□□□□□□The  Incident  Command  Post  (ICP)  is  located  at  the  Farm,  Farmington,  NM. 
The  ICP  is  181  miles  northwest  of  Albuquerque,  New  Mexico,  via  US-550.  The  ICP 
address  is: 


2411468 


ED  000552C  00025306-00001 


The  Farm 


605  E Apache  St 
Farmington,  NM  87401 

•□□□□□□□□  Incident  Commander  is  Randy  Nattis  and  he  can  be  reached  at  415-940- 
1008 

•□□□□□□□□  Hotel  info: 


Nonresponsive 


Safe  travels, 


Tana  Alert 
U.S.  EPA,  Region  IX 
Civil  Investigator 
Tel:  415.972.3090 

alert.tana@epa.gov 


2411468 


ED  000552C  00025306-00002 


